Dear . 

Philip Morris U.S.A. has recently launched a website (PMUSA-EHCSS-science.com) 
which is designed to communicate the science related to the electrically heated cigarette 
smoking system. The site contains two bibliographies which list the scientific 
publications or presentations related to the EHCSS and scientific references used in the 
toxicological assessment of the EHCSS. 

I hope you will visit the site and find it useful. As always, we invite you to contact us for 
further discussion. 
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